GF54.30-P-2002A 


MODEL 129, 140 as of 1.6.96, 
163, 168, 170, 

202 as of 1.8.96, 

208 up to 31.7.99, 

210 as of 1.6.96 up to 30.6.99 


Display instruments, location / task / function 


24.10.96 


Display 


Type of data transmission 


D 
D 
D 


D 


Outside temperature indicator (A1p4) 
Fuel level gauge (A1p2) 

Engine oil pressure gauge (A1p3), only 
model 129 and model 140 

Low windshield washer fluid level 


indicator lamp (A1e13), model 163 as of 
01.09.01 


Direct lines 


GF54.30-P-3004A 


Total mileage odometer (A1h4) 
Electronic speedometer (A1p8) 
Tachometer (A1p5) 

Coolant temperature gauge (A1p1) 
Active service system (ASSYST) 

Gear indicator (A1p12), only model 168 


CAN data lines 


GF54.30-P-3005A 


Dgo ogoogo 8 


Electronic clock 


Internal 
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